INVENTION OF THE OWENS BOTTLE MACHINE
creasing, however, which in all instances justified the hard work and patient experimentation.
It was not, however, until the following year that the Owens Company felt justified in making arrangements to install machines in other factories.
In the meantime, a new type of machine was developed, displacing many of the features of the machine first installed, and it may be said that this was the ultimate experimental development that formed the foundation for the general type in use at the present day.
Both in appearance and efficiency, a great advantage over Machine No. 4 was shown.
This machine had a series of fixed arms, carrying the gathering molds, which required raising and lowering of the entire machine by counter-weights in the process of gathering. Meanwhile, the intermittent features of stopping the rotation of both machine and revolving tank in gathering the glass were discontinued. The gathering mold, while the machine was revolving, was arranged to dip into the surface of the glass in the tank when taking up its charge. This change allowed the increasing of the speed of machine, and increased the quantity of bottles made.
The improvements and efficiency of the machine now warranted its introduction into other factories, and rapid installations were made in plants of the
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